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VII. Abstract of a Register of the Barometer, Thermometer, 
and Raiuy at LyndMi, m Rutland, /or the Tear 1796. By 
Thomas Barker, E^^r. Communicated by iWr. Timothy Lane, 
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Read February 15, 1798. 
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Barometer. 


Thermometer. 




I.I ai . 

Rain. 




Highest. 


Lowest. 


Mean. 


■ 
In the House. 


Abroad 


« 




High. 



Low. 




Mean. 



High. 



Low. 



Mean. 





Inches. 


Inches. 


Inches. 


Inches. 


Jan. 


Morn. 
Aftern. 


29,77 


28,47 


29,17 


50 

52 


41 

4if 


45 
46 


5H 
55 


32 
34 


42I 
47 


1^955 


Feb. 


Morn. 

Aftern. 


zg,S7 


28,53 


32 


45l 
51 


38 
34 


42 
42f 


49 
5if 


3if 

32 


38 

43 


1,643 


Mar. 


Morn. 
Aftern. 


29>97 


29,22 


57 


48 
51 


33 
34 


41 

42f 


45 

57 


26 
34 


36 
45 


0,376 


Apr. 


Morn. 

Aftern, 


29,88 


28,67 


59 


59 
61 


44 
45 


50^ 
52 


52 

72 


36 
45 


45 

57f 


0,649 


May 


Morn. 

Aftern. 


29>73 


28,33 


27 


55 
56 


47 
48 


51 
52 


52 
65 


40 
48 


46 
56 


2,839 


June 


Morn. 
Aftern. 


29,84 


29,05 


47 


59 

70 


5°l 

52 


55 
57 


60 
80 


46 
56 


54 
67 


0,927 


July 


Morn. 
Aftern. 


29'73 


28,91 


32 


67 
67f 


50 
54f 


58f 
6o| 


64i 

77 


49f 
59 


56I 
68f 


5*646 


Aug. 


Morn. 
Aftern. 


^9'9S 


29,23 


60 


651 
6Si 


57 
58f 


61 
6S 


62I 

77 


49 
57 


56 
6g 


1,120 


Sep. 


Morn. 
Aftern. 


29,83 


29,03 


50 


65 
68 


53 

54 


59l 
61 


63 

77 


56 


66 


1,891 


Oct. 


Morn. 
Aftern, 


30^07 


28,7s 


45 


55^ 
56 


43f 
44f 


49 
50I 


59 
6,| 


29 
43 


43 
5 If 


1,320 


Nov. 


Morn. 
Aftern. 


29,86 


28,69 


36 


51I 


39f 
39 


43 

43f 


52I 
57 


26 

28I 


38 
43 


2,048 


Dec. 


Morn. 
Aftern. 


29,98 


28,75 


31 


44f 
46i 


28 
29f 


34 
35 


48 
49 


Hi 
25 


30 
34 


1,668 




■■ 






22,082 
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Mr, Bawcer^s Registered tke Baromei^r, Sec. 13 1 

Ijie year begaii mth a remarkably open iwinter^ sametkxies 
qmte warm and: pkksant, arid several times thunder. It tvms 
showery at firsrt, then dry a^ fine; hut iiie end^f January 
and beginning of February were wet, yet still open and mild, 
and more dry afterward ; but colder, and inclined to frost, the 
end of February, and in March, the middle of which was again 
mild and fine, and not windy, but frosty toward the end. The 
last days of March, and beginning of April, were dry and 
pleasant ; a good seed time, and calm ; but rain was wanted 
toward the end, which came plentifully the end of April, and 
beginning of May. The season in general cool, and the latter 
half more dry ; too much so in the south of England, for grass 
and hay were scarce there; but, in this country, both grass and 
corn came on well, and continued to do so all June, which was 
of a moderate heat, with a mixture of wet and dry; frequent 
but moderate winds, and calm at the end. There was plenty 
of hay this year ; but, through a very wet and windy July, a 
good deal of it was not well got. The crops of grain were al- 
most all good, and the moist July made the beans and pease 
remarkably so. The harvest, though threatening at first, was 
in general very well got ; the weather being chiefly fair, and 
rather hot, with some rain at times, kept the grass in a grow- 
ing state, of which there was plenty left upon the ground 
against winter. 

The autumn was in general very fine and pleasant ; for the 
most part fair, with few frosty mornings, till near the end of 
November; when a severer season began, and continued very 
hard frost the first third of December ; then an imperfect break 
for some days, but not so as to take the frost all away. It re- 
turned again as hard as before, and continued another third 
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of the month, till the two last days; when a thaw came on, 
with very warm and remarkably wet air, though no great 
quantity of rain fell. It was agreed every where, that Decem- 
ber 24, at night, was much the coldest time this winter; in some 
places the thermometer was down below o, at 4 or 8; but I 
did not happen to look at it just at that time, so that I never 
saw it so low as i^* 



